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GENERAL AND PERMANENT LAws-1964
SECTION 4. Board of fire control established.-After the crea-
tion of the North Trenholm Fire District, there is established a board
of fire control for the district to be composed of seven members who
shall be appointed by the Governor upon the recommendation of a
majority of the Richland County Legislative Delegation, including the
Senator. The original members of the board shall be appointed as
follows: three shall be appointed for a term of two years; four shall
be appointed for a term of four years. The members of the board
shall serve without pay and shall file annually a report with the Rich-
land County Governing Body not later than the first of November
of each year, showing all activities and disbursements made by the
board during the year.
If at least twenty per cent of the qualified electors residing in the
district petition the commissioners of election by the first of Septem-
ber of any general election year, the commissioners shall call an elec-
tion to be held at the following general election for the purpose of
electing a member to the board to succeed the member whose term
will expire during such year, for a four-year term. Thereafter, mem-
bers shall be elected in each succeeding general election for terms of
four years.
SECTION 5. Duties.-The board shall have the following duties
and responsibilities:
(a) To buy such fire fighting equipment as the board deems neces-
sary for the purpose of controlling fires within the money allocated
or made available to the board for such purposes.
(b) To select the sites or places within the area where the fire
fighting equipment shall be kept.
(c) To provide and select the drivers and other volunteer firemen
to man such equipment who shall serve without compensation.
(d) To provide for the hiring and paying of such permanent,
full-time firemen as shall be necessary to qualify this fire district
for the most advantageous fire protection classification as established
by the rating authorities.
(e) To procure and supervise the training of the volunteer fire-
men selected to insure that the equipment shall be utilized for the
best interest of the area.
(f) To be responsible for the upkeep, maintenance and repairs
of the trucks and other fire fighting equipment and to that end shall,
as often as is deemed necessary, inspect such equipment.


